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Top edge is solid, two 4-40 
threadserts as shown. Front Edge, Top 



Hole centerline at 0.25" 
from front, and 0.25" in 
from either side. 



Front Edge, Top 



The lower 'feet' are 0.5 
inches square. The hole 
centerline is, again, 0.25" 
from either edge. 


Each 'foot' has a 4-40 
threadsert, just as the top 
section does. 
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Unisite M SM M ounting Bracket, Side View 






Unisite MSM Mounting Bracket, Side 2 















Unisite MSM Mounting Bracket, Side 1 











